

Knowledge gained over more than 25 years of 
exclusive manufacture of surgical equipment for 
hospitals and physicians is utilized to lead the way 
in the designing and producing of quality case¬ 
work, basic to any modern, scientific hospital or 
laboratory. 

There’s a special Shampaine casework unit or com¬ 
bination of units for every hospital or laboratory 
construction or remodeling project. Roomy and 
sturdy, attractive Shampaine metal casework keeps 
its like-new appearance with a minimum of mainte¬ 
nance. 

Shampaine representatives, conveniently located 
throughout the country, or the Shampaine Casework 
Planning Department, will be glad to discuss your 
planning needs and give you the benefit of the 
many economies that can be effected with proper 
planning. A phone call or letter will bring the 
Shampaine man into action. 


HOSPITAL UNITS offer flexible storage arrangement with 
ample work area. 


MATERIALS AND FINISHES 

All steel is of prime grade, all gauges U.S. Stand¬ 
ard. Stainless steel is AISI type free of buckles or 
imperfections with No. 4 satin finish on surfaces. 
Carbon steel is finished in baked enamel with high 
lustre and the depth and appearance of accepted 
appliance standards. Special acid resistant finish is 
available where required. 


LABORATORY UNITS incorporate every desired feature 
for Hospital, Institutional, industrial Laboratories. 


OTHER SHAMPAINE PRODUCTS 

Operating and Obstetrical Tables . . . Stainless 
Steel Hospital Equipment . . . Nursery Equipment 
. . . Food Conveyors . . . Surgical Lights . . . 
Sterilizers . . . Physicians Examining Room Furni¬ 
ture . . . Patient Room, Dormitory, Hotel, Motel 
Bedroom Furniture. 


SHAMPAINE COMPANY 

1920 South Jefferson Ave. 

St. Louis, Mo. 


R322 

Wardrobe unit 


WARDROBE UNITS in combinations to meet every patient 
or dormitory room need. 


HOSPITAL AND LABORATORY CASEWORK 























BASE CABINETS 


adj. 

SHELVES 


CODE 


DRAWERS 


24" width 


DOORS 


18" width 


B16 


B17 


B01 18H 


B02 18H 


B03 18H 


B04 18H 


B05 18H 


B06 18H 
35" width 

B07 35H 


B08 35H 


B09 35H 


BIO 35H 


Bll 35H 


B12 35H 


B13 35H 


B14 35H 


B15 35H 


B16 35H 


B17 35H 


B]£L15LfcL 

B19 33H 
B19 33LH 


B01 24H 


B02 24H 


B03 24H 


B04 24H 


B05 24H 


B06 24H 
47" width 
B07 47H 


B08 47H 


B09 47H 


BIO 47H 


Bll 47H 


B12 47H 


B13 47H 


B14 47H 


B15 47H 


B16 47H 


B17 47H 


JiljL4ZfcL 


open shelves 


Q _CL 


B18 

i/ 2 " depth 

TOPS 

Choose from this wide 
selection of counter 
tops for your base cab¬ 
inets or table units— 

• Stainless Steel 

• Techstone 

• Alberene Stone 

• Linoleum 

• Laminated Plastic 

• Carbonized Birch 


Front door opening approximately 9" x 27%" 
Two revol ving shelves __ 


* LABORATORY BASE CABINETS 

All Laboratory Base Cabinets have a four-inch integral base with three-inch 
toe recess. When ordering Laboratory Cabinets delete suffix “H" from item 
numbers shown above and add suffix “L”. Example BO 1 18L”. 


HOSPITAL AND LABORATORY * BASE CABINETS 


B03 


B04 


B05 


B06 


B15 


BIO 


B13 


B14 


619 with 


2 


Site 

mu 
























































































































































DOORS 


CODE 


glazed 


metal 

hinged I sliding hinged I sliding 


SHELVES 

adjust. 


18" width 


24" width 


open shelves 


47" width 


DOORS 


glazed 


SHELVES 

adjust. 


metal 


18" width 


hinged 


sliding 


hinged 


sliding 


open shelves 


35" width 


47" width 


UPPER SECTION 


LOWER SECTION 


CODE 


SHELVES 


DOORS—metal 


DRAWERS 


SHELVES 


35" width 


hinged 


sliding 


adjust. 


hinged 


sliding 


adjust. 


HOSPITAL & 

LABORATORY 

CASEWORK 


23L 

Sh 


HOSPITAL AND LABORATORY WALL CABINETS 


W56 W51 

Provide eye level storage. Finished exterior bottoms enhance their 
appearance. Complete with two adjustable shelves. Hinged 
metal doors, hinged glazed doors, sliding glazed doors available. 

WALL CABINETS • 30" high • 13" depth (36" & 48" heights available) 


W53 


W54 


W52 18H 


W56 18H 


W51 35H 


W53 35H 


W54 35H 


W55 35H 


W57 35H 
W58 23H 


W58 23LH 

MMBHi 


W51 47H 


W53 47H 


W54 47H 


W55 47H 


W57 47H 


open shelves 

I i 


2 revolving shelves 


W55 


W58 with Lazy Susan 


LABORATORY 

MODELS 

When ordering Labora¬ 
tory Wall Cabinets, de¬ 
lete suffix “H” from item 
numbers shown in chart 
and add suffix “L”. Ex¬ 
ample “W50 1 8L”. 


MM 


HOSPITAL AND LABORATORY INSTRUMENTS AND STORAGE CABINETS 


' to i 

STORAGE CABINETS 


E59 18H 


too 


E66 


E66 18H 


E62 35H 


E63 35H 


E64 35H 


E65 35H 


E62 47H 


E63 47H 


E64 47H 


E65 47H 


£&L4ZtiL 


2 GL. 


open shelves 


COMBINATION SHELF AND CUPBOARD MODELS 


E67 35H 


E68 35H 


E69 35H 


E70 35H 


E71 35H 


E72 35H 


E67 47H 


E68 47H 


E69 47H 


E70 47H 


E71 47H 


E72 47H 


E67 E70 E71 E72 

8"and 23y 2 " depths also available) 

For storage of instruments or medical and surgical 
equipment. Available in full-length shelf models 
or combinations of upper shelf sections and lower 
cupboard with pull-out work shelf. Sub-base not 
included on Hospital Models. 

RECESSED MODELS 

Storage Cabinets are available with exposed or 
recessed mounting. Chart lists exposed mounting. 
When recessed mounting is desired, delete prefix 
“E” and add prefix “R”. Example “R60 18H”. 

LABORATORY 
MODELS 

All Laboratory Models 
have 4" integral base 
with 3" toe recess. 

J_ When ordering Labo- 

J_ ratory Models, delete 

J_ suffix “H” from item 

_J_ number and add 

_J_ suffix “L”. Example 

-J— “E60 18L”. 


SHAMPAINE COMPANY 
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SHAMPAINE WARDROBE UNITS HOSPITALS • DORMITORIES 

WARDROBE UNITS • Sectional • 23 y 2 " deep 


MOTELS 




RECESSED PULLS 

A special feature on all of these sectional 
wardrobe door and drawer units. Smooth 
and streamlined. Doors can be opened 
flat against walls without marring caused 
by projecting pulls. 





Dresser unit 



e 



e 



R32 

72" high 

Apparel 

storage 

lockers 


R30 

Personal storage 


R20 

Cupboard 


R21 

Drawer unit 



R23 

Recessed unit 



Recessed sink 


WARDROBE COMBINATIONS 


WARDROBE UNITS 


Sectional Wardrobe Units fol¬ 
low the decorating trend for 
built-in cabinets. They are the 
ideal installation for dormi¬ 
tory, patient, locker, supply, 
and utility rooms. Concealed 
bolts lock sections securely in 
any combination of sections 
desired. 

In addition to single units 
illustrated, the Shampaine de¬ 
signing department has de¬ 
veloped the most popular 
combinations into a special 
series. See chart to right and 
illustration on introductory 
page of this Shampaine sec¬ 
tion. 

Sub-bases not included. 
Models shown suitable for ex¬ 
posed or recessed mounting. 
When recessed mounting is 
ordered, a one-inch flange for 
sides and top will be fur¬ 
nished. 


HOW TO SPECIFY 

Order Shampaine casework by 
item number. Be sure to spec¬ 
ify carbon or stainless steel. 
List appropriate suffix for Hos¬ 
pital or Laboratory unit. Wher¬ 
ever models are available with 
exposed or recessed mounting, 
be sure to specify mounting 
required. 

The casework shown on these 
four pages is but a small sec¬ 
tion of the complete line shown 
in the big Shampaine Casework 
Catalog. Write for your free 
copy today. 



No. of 

Base 


overall 

CODE 

Units 

Unit 

d 

intensions 


Included 

Model Nos. 

W 

H 

D 

R32 

1 

R32 

14" 

72" 

23i/ 2 " 

R300 

2 

R32 

28" 

72" 

231 / 2 " 

R301 

4 

R32 

56" 

72" 

23i/ 2 " 

R302 

1 

R31 





1 

R01 

14" 

72" 

23i/ 2 " 

R303 

2 

R31 





1 

R02 

28" 

72" 

23i/ 2 " 

R304 

2 

R31 





1 

R02 

28" 

72" 

231 / 2 " 

R305 

2 

R31 





1 

R03 

So 

CN 

72" 

231 / 2 " 

R306 

3 

R31 





3 

R01 

42" 

72" 

231 / 2 " 

R307 

1 

R31 





1 

R01 





1 

R02 





1 

RIO 





1 

R20 

42" 

72" 

231 / 2 " 

R308 

2 

R31 





2 

R01 





1 

R30 

42" 

60" 

231 / 2 " 

R309 

2 

R32 





2 

R30 

42" 

72" 

231 / 2 " 

R310 

1 

R31 





1 

R01 





1 

R02 





1 

R22 





1 

R15 

42" 

72" 

231 / 2 " 

R311 

2 

R32 





2 

RIO 





1 

R03 





1 

R04 

56" 

72" 

231 / 2 " 

R312 

2 

RIO 





2 

R04 





2 

R11 





2 

R02 

56" 

72" 

231/2" 

R313 

1 

R02 





1 

R15 





1 

R20 

28" 

72" 

231 / 2 " 


CODE 


R314 


R315 


R316 


R317 


R318 


R319 


R320 


R321 


R322 


R323 


No. of 
Units 
Included 


Base 

Unit 

Model Nos. 


R02 

R15 

R21 


R02 
* R15 
R12 


R23 

R21 

R32 


R31 

R01 

R02 

R15 

R11 


R32 
R02 
R15 
R22 


R32 

R15 

R22 

R02 


R31 

R01 

R02 

R14 

R24 


R32 

R02 

R13 

R24 


R31 

R02 

R14 

R24 


R32 

R02 

R13 

R24 


overall 

dimensions 


W 


28" 


28" 


42" 


42" 


42" 


56" 


42" 


42" 


56" 


56" 


H | D 

23 y 2 " 


72 


72" 


72" 


72" 


72" 


72" 


72" 


72" 


72" 


72" 


23 y 2 /# 


23 y 2 " 


23 1 / 2 /i 


23 y 2 * 


23y 2 " 


23i/ 2 " 


231 / 2 " 


23i/ 2 " 


23i/ 2 " 


S hampaine 

C O rv/l F» A ISJ V 


SHAMPAINE FACTORY REPRESENTATIVES 


Boston 

Chicago 

Cleveland 

Detroit 


1920 So. Jefferson St., St. Louis, Mo. 


Houston 
Kansas City 
Los Angeles 
Memphis 
Miami 


Minneapolis-St. Paul 
New York 
San Francisco 
Washington, D.C. 
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INTERNATIONA t. 


ASSOCIATION 

FOR 

PRESERVATION 

TECHNOLOGY, 

INTERNATIONAL 

www.apti.org 

BUILDING 

TECHNOLOGY 

HERITAGE 

LIBRARY 


https://archive.org/details/buildingtechnologvheritagelibrarv 

From the collection of: 


Carol J. Dyson, AIA 








